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Message Text 
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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: REQUEST FOR TECHNICAL SERVICES 

1 . ZONES 4 AND 5 (MEZZANINE AND ROOF DOOR) ARE MALFUNCTION- 
ING ON THE CHANCERY'S INTRUSION ALARM MONITOR, THE PDI 803. 
THE ALARM SIGNAL FOR ZONE 4 IS SIGNALING ON ZONE 5. 

2. ALSO, THE METAL MOUNTING PLATE FOR THE SENTRONIC DOOR 
CLOSER TO BE INSTALLED AT BOTTOM OF CHANCERY'S BASEMENT 
STAIRWAY HAS BEEN MADE. THE DOOR CLOSER IS NOW READY TO BE 
INSTALLED. ENDERS 
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